A  Guide  to 


3120bb  0571  2S73  5 

Massachusetts  State 
Contracts  for 
Hazardous  Material 
Collection  &  Management 


Volume  II 

mmS,ScSm^anuary' 2000 

°CT  2  7  2000 
University  of  Massachusetts 


•  Products  and  Services 
•  Vendor  Contacts 
•  Contract  information 


published  by  the  Massachusetts  Operational  Services  Division 


printed  on  recycled  paper  with  30%  post-consumer  content 


Table  of  Contents 

The  following  pages  include  summaries  of  the  most  important  information  on  selected 
Operational  Services  Division  (OSD)  contracts  related  to  the  management,  storage  and 
collection  of  hazardous  materials.  These  contracts  were  established  with  input  from  other  state 
and  local  agencies  to  facilitate  environmental  compliance  and  proactive  environmental  programs 
in  the  public  sector.  For  more  information  about  any  specific  contract,  please  check  the 
Commonwealth's  procurement  web  site  at  www.comm-pass.com.  Search  by  contract  number 
identified  on  the  following  pages  or  browse  by  purchasing  category.  If  you  have  any  questions 
or  problems  with  the  Comm-PASS  site,  please  call  the  Comm-PASS  help  desk  at  1-888-MA- 
STATE.  For  more  information  on  environmentally  preferable  products  and  services,  please  visit 
the  environmental  procurement  web  page  at 
www.magnet.state.ma.us/osd/enviro/enviro.htm. 

Section  I  -  Collection  Services  Summary  2 

Hazardous  Material  Collection  3 

Surplus  Paint  Collection  7 

Fluorescent  Lamp  Recycling  8 

Pesticide  Collection  9 

Section  II  -  Products  Summary  10 

Antifreeze,  Remanufactured  11 

Oil,  Re-Refined  12 

Paint,  Recycled  14 

Cleaning  Products,  Environmentally  Preferable    15 

Industrial  Supplies  16 

Building  Supplies  17 

Section  III  -  Other  Services  Summary  18 

Integrated  Pest  Management  19 

UST  Testing  and  LSP  Services  21 

Tradespersons  23 

Environmental  Testing  &  Diagnostic  Services  24 

Environmental  Auditing  27 


1 


Section  I  -  Collection  Services 


A  summary  of  hazardous  materials  that  can  be  collected  through  state  contracts  include: 


Materials 

Contract  Name/Number 

Category  1 

•  Hazardous  material  collection  and 
disposal,  including  but  not  limited  to, 
automotive  wastes,  various  chemical 
wastes,  asbestos-containing  wastes, 
and  compressed  gas  cylinders,  as  well 
as  lab  packing  services 

•  Abandoned/unidentified  waste 
sampling,  analysis  and  profiling 

•  Waste  management  related  labor 

•  Emergency  response 

•  Training  related  to  the  handling  and 
management  of  hazardous  materials 

Hazardous  and  Medical  Waste 
Collection 

Contract  #ST9J213 

Category  II 

•    Hazardous  material  collection  events, 
including  all  set  up,   materials  and 
handling  necessary  to  conduct  such 
events  ai  municipalities  anu  oiner  sues 
throughout  the  Commonwealth 

 A.   ..III 

Category  Ml 

Collection  and  disposal  of 
medical/infectious/regulated  wastes 

•    used  latex  &  oil  based  paint 

Surplus  Paint  Collection 

Contract  #^TQ  121? 

•    fluorescent  lamps 

Fluorescent  Lamp  Recycling 

•  batteries 

Contract  #ST7J211 

•    computers  and  electronics 

•    PCB  and  DEHP  ballasts 

•  Transformers 

•    Elemental  (liquid)  mercury  and  mercury 
devices 

•    old  pesticides 

Pesticide  Collection 
Contract  #ST8J213 

Please  see  pages  3-9  for  collection  contract  details. 
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Hazardous  Material  Collection  Services 


Contract  Information 


Contract  #: 
Expiration  Date: 
OSD  Update  #: 


ST9J213A 

10/6/2000  with  7  possible  extension  of  up  to  one  year  each 
00-29 


Contract  Summary 

A  Statewide  Contract  for  the  Collection  of  Hazardous  and  Medical  wastes  has  been  awarded  by 
the  Operational  Services  Division  (OSD)  and  Department  of  Environmental  Protection  (DEP) 
Contracts  have  been  awarded  in  the  three  categories  identified  below: 

Category  I      Hazardous  Material  Collection  and  Disposal 

•  Hazardous  material  collection  and  disposal,  including  but  not  limited  to,  automotive  wastes, 
various  chemical  wastes,  asbestos-containing  wastes,  and  compressed  gas  cylinders,  as 
well  as  lab  packing  services 

•  Abandoned/unidentified  waste  sampling,  analysis  and  profiling 

•  Waste  management  related  labor 

•  Emergency  response 

•  Training  related  to  the  handling  and  management  of  hazardous  materials 
Category  II     Hazardous  Material  Collection  Events 

•  Hazardous  material  collection  events,  including  all  set  up,  materials  and  handling  necessary 
to  conduct  such  events  at  municipalities  and  other  sites  throughout  the  Commonwealth 

Category  III    Medical  Waste  Collection  and  Disposal 

•  Collection  and  disposal  of  medical/infectious/regulated  wastes,  including,  but  not  limited  to, 
medical  waste  as  defined  in  40  CFR  Part  259.30. 

Contract  Term 

This  contract  has  been  awarded  starting  October  7,  1999  through  October  6,  2000  with  seven 
(7)  possible  extensions  of  up  to  one  (1)  year  each.  Total  contract  term  with  all  extensions  runs 
until  October  7,  2007. 
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AWARDED  CONTRACTOR  INFORMATION  -  HAZARDOUS  AND  MEDICAL  WASTE  COLLECTION 


The  following  Contractors  have  been  awarded  a  contract  in  the  identified  categories.  Be  advised 
that  Contractors  have  been  awarded  in  specific  categories  and  are  only  permitted  to  provide 
services  in  those  categories  for  which  they  have  received  an  award.  Also,  some  Contractors  may 
only  be  awarded  in  a  specific  district  and  may  only  provide  services  in  that  district,  (see  definition 
below) 


Category  1  Award  -  Hazardous  Material  Collection 

Awarded  Contractor  / 
District  Awarded 

Contract  Manager(s) 
Questions,  Problems, 
Concerns 

Scheduling,  Ordering, 
Price  Quotes 

Internet  Information 

Contract  Information 

Clean  Harbors 
Statewide  Award 

Glenn  McGeoghegan 
617-269-5830  x258 
617-269-0607  fax 

800-444-4244  phone 

Emerqency  Response 

800-Oil  Tank  (645-8265) 

email 

mcgeoghegang@cleanharbors.com 
web 

www.cleanharbors.com 

Contract  # 

ST9J213A 
Vendor  Code 

042698999  0028 

Triumvirate 

Statewide  Award 

Tom  Aicardi 
800-966-9282  x213 
617-628-8098  x213 
617-628-8099  fax 

Leah  Ross 
800-966-9282  x225 
617-628-8098  x225 
Emerqency  Response 

Mark  Erickson 
800-966-9282  (24  hours) 

email 

lross@triumvirate.com 

taicardi@triumvirate.com 

web 

www.triumvirate.com 

Contract  # 

ST9J213A 
Vendor  Code 

043017601  0007 

Category  II  - 

Hazardous  Material  Collection  Events 

- 

Awarded 
Contractor 
District  Awarded 

Contract 
Manager(s) 

Scheduling, 
Ordering,  Price 
Quotes 

Internet  Information 

Contract 
Information 

Clean  Harbors 
Statewide  Award 

Glenn  McGeoghegan 
617-269-5830  x258 
617-269-0607  fax 

800-444-4244  phone 

email 

mcgeoghegang@cleanharbors.com 
web 

www.cleanharbors.com 

Contract  # 

ST9J213A 
Vendor  Code 

042698999  0028 

Saftey-Kleen 

Statewide  Award 

Brenda  Leonardo  x5410 
Maryann  Klosin  x5436 
800-243-51 16  or 
978-683-1002 
978-682-3871  fax 

Same 

email 

bleonardo@safety-kleen.com 

mklosin@safety-kleen.com 

web 

www.safety-kleen.com 

Contract  # 

ST9J213A 
Vendor  Code 

020335983  0015 

Beacon  Environmental 
Services,  Inc. 

Eastern  Region* 

Gerry  Cody 

877-30-waste  (309-2783) 
508-279-8000 
508-279-8002  fax 

Same 

email 

beaconvp@netscape.net 
web 

www.beaconenv.com 

Contract  # 

ST9J213A 
Vendor  Code 

043328532  0007 

General  Chemical 
Corp. 

Western  Region* 

John  J.  MacDonald, 
Sandy  Foster  or 
Christian  Troy 
800-225-1541  or 
508-872-5000 
508-875-5271  fax 

Same  Contacts 
508-872-5000  ext.  109 
or  ext.  123 
or  ext.  116 
or  ext.  126 
or  ext.  106 

email 

genchem1@aol.com 
web 

www.generalchemical.com 

Contract  # 

ST9J213A 
Vendor  Code 

042442730  0000 

Category  III  - 

Medical  Waste  Collection  and  Disposal 

Awarded 
Contractor 
District  Awarded 

Contract 
Manager(s) 

Scheduling, 
Ordering,  Price 
Quotes 

Internet  Information 

Contract 
Information 

Stericycle,  Inc. 
Statewide 

Paula  Kocor 
508-675-0806 
508-678-3322  fax 

Michelle  R.  Malone 
800-234-6784 
978-685-9150  fax 

Email 

michelle.malone@bfi.com 
web 

www.stericycle.com 

Contract  # 

ST9J213A 
Vendor  Code 

363640402  0008 

*ln  Category  2,  regional  awards  have  been  made  in  the  East  and  West.  These  regions  are  defined  as 
follows:  East:  MHD  Districts  3-5,  Martha's  Vineyard,  Nantucket  West:  MHD  Districts  1-2 


These  regions  are  to  be  used  to  determine  which  Contractors  may  provide  service  in  the  specified  areas. 
Please  refer  to  the  OSD  Update  for  a  more  detailed  listing  of  these  Districts 
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Hazardous  Material  Collection  &  Disposal  -  ST9J213A 
Category  I  Materials  (Hazardous  Waste  Collection  and  Disposal) 

The  following  materials  are  those  which  will  be  collected  from  all  participating  facilities  at  the  prices 
identified  in  the  OSD  Update.  Please  note  that  this  contract  allows  Departments  to  request  the 
collection  of  additional  materials  not  listed  at  prices  to  be  negotiated  between  awarded  Contractors 
and  Departments.  Please  see  the  OSD  Update  for  pricing  on  profiling  and  emergency  response. 
(awarded  contractors  =  Clean  Harbors  &  Triumvirate,  see  p. 4) 


Automotive  Products 

Motor  oil 

Motor  oil  contaminated  with  water  > 
5% 

Motor  oil  contaminated  with  halogens 
Used  motor  oil  contaminated  with 
PCBs 

Recyclable  fuels  (MA  97) 
Spent  antifreeze 
Used  oil  filters 

oil  saturated  rags  or  absorbents 
solvent  saturated  rags  or  absorbents 
Automotive  Batteries 

Contaminated  Soil 

Soil  contaminated  with  petroleum 
hydrocarbons,  less  than  100  CY 
Soil  contaminated  with  solvents,  less 
than  10  CY 

Soil  contaminated  with  below  TCLP 
levels  of  heavy  metals  (excluding 
mercury)  less  than  10  CY 


Paint  &  Paint  Products 

•  Paint,  latex 

•  Paint,  oil-based 

•  Stains  and  wood  finishes 

Lab  Packs 

•  Lab  pack  pesticides/herbicides 

•  Lab  pack  other  chemicals 

•  Aerosol  cans 

Asbestos  Materials 

•  Friable  Asbestos 

•  Asbestos  contaminated  articles 

•  vinyl  asbestos  tile 

•  other  conditionally  exempt 
asbestos  containing  materials 

Propane  Tanks  &  Gases 

•  Propane  tanks,  20  pound  (gas 
grill  size) 

•  Propane  tanks,  Benzomatic 
type 

•  Propane  tanks  over  20  lbs. 


Oxidizers 

•  Liquid  oxidizers 

•  Solid  bulk  oxidizers  (e.g.  pool 
chemicals) 

Other  Chemicals 

•  Flammable  Liquids  Bulk131 

•  Non-halogenated  organic  solvents 

•  Organic  solvents  (halogenated) 

•  Acid  solutions 

•  Alkaline  solutions 

•  Aqueous  solutions  with  heavy  metals 

Other  Items 

•  liquid  mercury  and  mercury  saturated 
articles 

•  PCB  contaminated  materials  >50 
ppm 

•  Other  debris  or  animals 
contaminated  with  chemicals 

•  Heavy  metal  bearing  solids  (e.g. 
paint  chips) 

•  Hazardous  sludges  (floor  drains, 
oil/water  separators,  oil  tank  bottoms) 

•  Bulk  resins  and  adhesives 

•  Grease  trap  waste  


Contract  Pricing 

For  detailed  pricing  in  Category  I  please  consult  the  OSD  Update  00-29. 


Sample  Category  1  Pricing 

Clean  Harbors 

Triumvirate 

Motor  oil 

$0.15  per  gallon  (bulk) 

$0.15  per  gallon  (bulk) 

Motor  oil  contaminated  with  water  >  5% 

$0.85  per  gallon  (bulk) 

$0.95  per  gallon  (bulk) 

Aerosol  cans 

$165  per  55  gallon  drum 

$165  per  55  gallon  drum 

Flammable  liquids 

$58  fper  55  gallon  drum 

$90  per  55  gallon  drum 

Soil  contaminated  with  petroleum 

$39  per  cubic  yard 

$50  per  cubic  yard 

For  all  Category  I  materials,  please  note  the  following: 

•  pricing  for  collection  does  not  include  transportation  fees  except  for  most  bulk  collections 

•  transportation  charges  will  decrease  on  a  container  basis  the  more  materials  which  are  collected 
on  a  pick  up  and/or  through  discussions  with  Contractors  to  determine  whether  items  may  be 
.collected  as  part  of  an  established  "milk-run" 

•  separate  pricing  has  been  established  for  other  services  in  this  category  such  as  profiling  of 
unknown  wastes  and  emergency  response  services  and  purchase  of  shipping  containers 

•  various  training  is  available  from  contractors  -  see  OSD  update  or  contact  contractors 
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Hazardous  Material  Collection  &  Disposal  -  ST9J213A 
Category  II  -  Hazardous  Waste  Collection  Events 

(awarded  contractors  =  Clean  Harbors,  Safety-Kleen,  Beacon  Environmental,  General  Chemical 
Corp.,  see  p. 4) 


Pricing 


Bidder  Name 

Awarded 
Region 

Set-up  Fee 

Full  Car  Price 

%  Car  Price 

Door  Trade* 
per  pound 

Clean  Harbors 

Statewide 

R1-3  $750 
R4-5  $550 
R6-7  $2500" 

R1-3  $36.00 
R4-5  $34.00 
R6-7  $36.00" 

R1-3  $18.00 
R4-5  $17.00 
R6-7  $18.00" 

$2.50 

Safety-Kleen 

Statewide 

$0 

$40.00 

$22.00 

$75.00  for  25  gallons  or  less 
$125.00  for  25-50  gallons 

Beacon 

Eastern"* 

$500 

$30.00 

$28.50 

$1.50 

General  Chemical 

Western"" 

$1,000 

$37.50 

$30.00 

not  available 

*Door  trade  allows  residents  to  deliver  material  directly  to  a  facility  designated  by  the  Contractor 
"R  refers  to  the  MHD  district  as  identified  in  the  OSD  update  on  pages  19-20 
'"Eastern  region  refers  to  all  locations  in  MHD  Districts  3  through  7 
""Western  region  refers  to  all  locations  in  MHD  District  1  and  2 


Category  III  -  Medical  Waste  Collection  and  Disposal 

(awarded  contractor^  Stericycle,  see  p.  4) 
Pricing 

•  Prices  below  will  vary  based  on  volume  and/or  collection  frequency 

•  Approved  containers,  which  are  available  at  no  cost,  include: 

=>  4.0  cubic  foot  box  with  lid 
=>  4.5  cubic  foot  box  with  flap 
=>  3.8  cubic  foot  steritub 
=>  7.0  cubic  foot  steritub 

•  See  OSD  Update  for  other  containers  offered  for  a  fee 

•  Pricing  is  also  available  on  a  per  pound  basis  (see  OSD  Update) 


Volume  Discounts  for  Box  and  Container  Pricing 

•    All  prices  are  per  container 


Frequency 

Annually 

Quarterly 

Bi-monthly 

Monthly 

Bi-weekly 

Weekly 

1-2  pick  ups 

4  pick  ups  per 

6  pick  ups  per 

13  pick  ups  per 

26  pick  ups  per 

52  pick  ups  per 

#  of  boxes 

per  year 

year 

year 

year 

year 

year 

1 

$38.00 

$38.00 

$38.00 

$38.00 

$35.00 

$35.00 

2 

$35.00 

$35.00 

$32.00 

30.00$ 

$28.00 

$25.00 

3or4 

$32.00 

$32.00 

$30.00 

$27.00 

$23.00 

$21.00 

5-10 

$30.00 

$28.00 

$25.00 

$22.00 

$20.00 

$18.00 

11-20 

$25.00 

$25.00 

$21.00 

$19.00 

$17.00 

$15.00 

21-50 

$25.00 

$21.00 

$18.00 

$16.00 

$13.00 

$12.00 

51-100 

$20.00 

.  ■  •.  . 

i  ■   ..  . 

$11.00 

$10.00 

101-150 

$20.00 

•.  ■  . » i-* '  .at/  . 

;  *. 

■    '  ' 

$9.50 

$9.00 

151-250 

$20.00 

i   .,  •  ix  i ;  :  «•« 

$8.50 

$8.50 

Over  250 

$20.00 

• 

$8.00 

$8.00 
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Paint  Collection  Services 


Contract  Information:  Contract  #ST9J212 
 Expiration  Date:  4/22/2000 


Contract  Summary 

This  contract  is  for  the  collection  and  recycling  of  surplus  paint  and  related  materials  such  as 
stains  and  thinners.  Paint  materials  may  be  collected  through  municipal  paint  or  household 
hazardous  waste  collection  programs  and  by  other  public  sector  agencies  who  may  have 
surplus  paint  materials  from  maintenance  activities.  Paint  materials  must  be  packed  in  cubic 
yard  boxes,  which  are  collected  by  a  licensed  hazardous  waste  hauler  and  transported  to  a 
paint  recycling  firm  in  Canada  or  a  fuel  blending  facility  in  South  Carolina. 


Awarded  Contractor: 

Clean  Harbors,  Inc. 

Contact: 

Brian  Quinn  (800)  282-0058 

Collection  Services 

Pricing/Minim  urns 

EASTERN  REGION 

WESTERN  REGION 

Latex  and  oil  based  paint  are 
collected  &  recycled  where  possible 

$330  per  CY  box 
(2  CY  box  min)* 

$  340  per  CY  box 
(2  CY  box  min)* 

Used  special  purpose  paints  destined 
for  recycling 

$370  per  CY  box 
(2  CY  box  min) 

$380  per  CY  box 
(2  CY  box  min) 

Used  Paint  Destined  for  Fuel 
Blending 

$280  per  CY  box** 
(2  CY  box  min) 

$285  per  CY  box** 
(2  CY  box  min) 

Cubic  yard  boxes  for  storage  and 
transport 

$60  per  box 

$60  per  box 

Clean  Harbors,  Inc.  is  offering  a  $10  per  box  price  break  for  pick-ups  of  six  or 
more  boxes  and  $15  per  box  price  break  for  10  or  more. 

**       Clean  Harbors  will  assess  a  $25  per  item  handling  charge  for  all  non-paint 
related  materials  placed  in  a  box  destined  for  fuels  blending. 


Training  sessions  on  paint  identification  and  sorting  may  be  arranged  under  this  contract. 
Please  call  DEP  contacts  for  details. 


State  Contacts 

Dept.  of  Environmental  Protection  Peggy  Harlow  (617)  292-5861 
 Lori  Segall  (617)  292-  5704 
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Fluorescent  Lamp  and  Ballast  Recycling 


Contract  Information 


Contract  #ST7J211 
Expiration  Date:  5/27/2000 
with  1  possible  extension 
OSD  Update  #:  99-3 


Contract  Summary 

This  Master  Service  Agreement  provides  for  the  collection  and  recycling  of  fluorescent  lamps  and 
other  hazardous  materials  such  as  PCB/DEHP  ballasts,  HID  lamps,  computer  equipment  and 
batteries.  Mercury  is  a  highly  toxic  material  which,  if  released,  can  damage  the  human  nervous 
system  and  can  lead  to  toxic  build  up  in  fish  and  other  wildlife.  The  proper  management  of 
fluorescent  lamps,  which  contain  mercury,  is  an  integral  part  of  the  Commonwealth's  efforts  to 
continue  improving  the  condition  of  our  environment. 


The  selected  vendor  was  carefully  scrutinized  to  ensure  that  all  mercury  collected  is  being  fully 
recycled  and  their  environmental  compliance  record  is  good.  All  materials,  including  mercury  from 
lamps  is  processed  and  recycled  for  re-use,  except  for  certain  ballast  and  other  hazardous  materials 
which  are  incinerated  at  a  licensed  facility.  All  users  of  this  contract  should  receive  instructions  from 
the  vendor  on  how  to  store  and  manage  these  materials,  as  well  as  a  certificate  of  recycling  or 
destruction,  whichever  is  appropriate.  All  pricing  listed  includes  the  cost  of  packaging,  transportation 
and  written  materials. 


Awarded  Contractor: 

Global  Recycling  Technologies 

Contact: 

Barry  Jordan  at  (781)  341-6080  x214 

For  Ordering 

Chris  Johnson  (781)  341-6080  x219  or 

Elizabeth  Mosley  (781)  341-6080  x220 

Collection  Services 

Pricing 

Fluorescent  lamps,  straight 

9.5  cents  per  foot  (under  7500') 
8.5  cents  per  foot  (over  7500') 

Compact 

$0.49  each 

Crushed/broken  lamps 

$1  25/lb 

Elemental  mercury  and  mercury  devices 

$4.75 /lb 

HID  lamps 

$1.95  each 

PCB  &  DEHP  ballasts 

$0.52 /lb 

Leaking  ballasts 

$1. 25/lb 

Batteries  containing  mercury 

$3.50  /  lb 

Batteries,  alkaline  w/o  mercury 

$0.65  /lb 

Batteries,  nickel  metal  hydride  and  NiCads 

$0.95 /lb 

Lead  acid/  gel  cell  batteries 

$0.45/lb 

PCB  transformers  testing  and  removal 

$1.50/lb 

Computer  equipment* 

$0.25  /lb  or  $0.15  /  lb  for  amounts  >1200  lbs 

Mercury  spill  kits 

$85/kit 

Mercury  spill  kit  refill  Hg  Absorb  Powder 

$30  per  500  mg  bottle 

•computers  which  are  486  or  later  and  color  monitors  will  be  collected  at  no  charge 


State  Contacts 

Department  of  Environmental  Protection 

Lori  Segall  (617)  292-  5704 

Operational  Services  Division 

Eric  Friedman  (617)  720-3351 
Kristal  Doherty  (617)  720-3128 
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Pesticide  Collection 


Contract  Information:  Contract  #ST8J213 

Expiration  Date:4/5/2002 
 OSD  Update  #:  None 


Contract  Summary 

Many  pesticide  applicators,  households,  state  and  municipal  agencies  may  have  stockpiles  of 
unusable  pesticides.  To  expedite  the  cleanout  of  these  materials  the  Operational  Services 
Division  (OSD)  in  collaboration  with  the  Massachusetts  Department  of  Food  and  Agriculture 
(DFA)  and  the  Department  of  Environmental  Protection  (DEP)  has  awarded  a  contract  to  a 
licensed,  qualified  firm  to  provide  on-call  collection  services  for  waste  pesticides.  These  may  be 
suspended  or  canceled  pesticides;  unused  or  unwanted  pesticide  products;  acutely  hazardous, 
hazardous,  or  non-hazardous  under  the  RCRA  definition.  In  addition,  the  Contractor  is  required 
to  provide  technical  assistance  to  contract  users. 


Awarded  Contractor:  Safety-Kleen  (formerly  Laidlaw  Environmental  Services) 
Contact:  Brenda  Leonardo  -  978-683-1002  x5410 


Collection  Services 

Pricing/Minimums 

Set  Up  &  Services 

No  Charge 

Employee  Costs 

$45.00  per  hour  per  person  (based  on  2  person  team) 

Technical  Assistance 

No  Charge 

Lab  Pack  Items 

Solids    $1. 1071b; 

Liquids  $9.00/gal. 

Minimum  is  5  gal.  At  $75.00  -  solid  or  liquid 

Drum  Quantity  Items 

Pesticide  Liquids  $195/drum 

Pesticide  Solids  $250/drum 

Landfillable  Materials  $115/drum 

Dioxin  Producing  Materials  $8.00/lb 

Minimum  price  is  5  gallons  for  $175 

Unknowns 

Small  quantity  items  (1  gal.  or  5  lbs.  or  less)  $1 .10/lb  and 

$9.00/gal 

Large  Quantity  items  -  $5.00/gal 

State  Contacts 

Department  of  Food  and  Agriculture 

Gerard  Kennedy  (617)  727-3020  x193 

Operational  Services  Division 

Kristal  Doherty  (617)  720-3128 
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Section  II  -  Products 


The  products  and  contracts  in  this  section  can  help  you  manage,  store  and  clean  up  hazardous 
materials,  as  well  as  help  to  close  the  recycling  loop  by  purchasing  products  made  from  recycled 
materials. 


Products 

Contract  Name/Number 

♦    Remanufactured  Antifreeze 

Antifreeze,  Remanufactured 
Contract  #VEH18A 

♦    Re-Refined  Motor  Oil 

Oil,  Re-Refined 
Contract  #VEH18A 

♦  Recycled  Latex  Paint,  interior  and  ext. 

♦  Recycled  Epoxy  Paint 

Paint  Recycled 
Contract  #FAC07 

♦   Janitorial  Cleaning  Products 

Cleaning  Products,  Environmentally 

Preferable 

Contract  #GRO04 

Hazardous  Material  Management 

Industrial  Supplies 
Contract  #FAC04 

♦  55  gallon  steel  drums 

♦  Absorbents  (various  types) 

♦  Spill  Pallets  &  Drum  Funnels 

♦  Storage  cabinets 

♦  Hazardous  Material  Signs 

♦  Safety  Supplies  (e.g.  first  aid,  eye 
wash,  spill  kits,  etc.) 

♦  Lumber 

♦  Sealers 

♦  Hardware 

♦  Plumbing  Supplies 

♦  General  construction  &  repair  products 

Building  Supplies 
Contract  #FAC02 

See  pages  11-17  for  contract  details 
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Anti-Freeze,  Recycled 


Contract 

Contract  #:  VEH18A 

Information 

Expiration  Date:  8/16/00 

four  possible  extensions  of  1-year  each 

OSD  Update  #:  00-6 

Contract  Summary 

This  contract  provides  recycled  anti-freeze  made  from  100%  recycled  ethylene  glycol,  as  part  of  the 
Motor  Oil  and  Other  Lubricants  Contract.  The  awarded  contractor,  Antifreeze  Technology  Systems 
(ATS),  also  offers,  at  no  cost,  the  collection  of  spent  anti-freeze  as  part  of  this  contract  assuming 
that  product  is  being  purchased  or  sufficient  amounts  are  available  for  collection.  Departments 
should  contact  the  vendor  for  more  details. 


All  material  is  screened  for  quality  before  undergoing  a  variety  of  mechanical  and  chemical 
processes  to  ensure  product  quality.  Recycled  antifreeze  meets  a  variety  of  vehicle  manufacturer 
and  ASTM  standards,  including,  but  not  limited  to: 


Vehicle  Standards 

ASTM  Standards 

•  GM  1825-M 

•  Ford  ESE-M97B44-A 

•  Chrysler  MS7170  and  SAEJ1034 

•  ASTM  D4340  (aluminum  corrosion  test) 

•  D1 1 77  (freezing  point  concentrate) 

•  D1 1 20  (boiling  point  concentrate) 

•  D1 122  (specific  gravity  concentrate) 

See  OSD  update  for  other  standards 

Awarded  contractor: 

Antifreeze  Technology  Systems 

Contact: 

Nancy  Hamory 

(800)  799-4449  or 

(603)  432-4444 

Product 

Pricing 

Recycled  Antifreeze 

$3.25 

1  gallon 

Ready-to-use 

$123.75 

55  gallon  drum 

$2.25  /gal 

bulk  -  250  gallon  minimum 

Recycled  Antifreeze 

$5.75 

1  gallon 

Concentrate 

$262.35 

55  gallon  drum 

bulk  not  available 

This  vendor  also  offers  windshield  wiper  solvent  (not  available  as  recycled)  -  please  see  the  OSD 
update  for  more  information. 


State  Contacts 

Operational  Services  Division  Paul  Trainor  (617)  727-31 12 

Marcia  Deegler  (617)  720-3356 
 Eric  Friedman  (617)  720-3351 
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Motor  Oil,  Re-Refined 


Contract  Contract  #:  VEH18A 

Information        ,  Expiration  Date:  8/16/00 

four  possible  extension  of  1-year  each 
OSD  Update  #:  00-6 


Contract  Summary 

This  is  a  multi-year  contract  for  re-refined  motor  oils,  hydraulic  oils,  transmission  oils  and  a 
variety  of  other  lubricants  such  as  brake  fluids,  marine  oils  and  greases.   Motor  oil  is  available 
only  as  a  re-refined  product,  while  hydraulic  oils,  transmission  fluids  and  marine  oils  are 
available  in  both  re-refined  and  virgin  forms.  Other  products  are  available  only  in  virgin  form. 
This  contract  also  offers  remanufactured  anti-freeze  and  virgin  windshield  solvent  (see  above), 
as  well  as  "Vegetable-Based  Lubricants"  which  are  biodegradable  and  pose  a  minimized  threat 
to  the  environment  in  case  of  leaks  or  spills. 

All  re-refined  motor  oil  is  American  Petroleum  Institute  (API)  certified.  Re-refined  oil  will  not  void 
vehicle  warranties  according  to  GM,  Ford,  Chrysler,  heavy-duty  equipment  manufacturers  and 
most  foreign  auto  manufacturers,  and  meets  the  same  performance  requirements  as  virgin  oils. 
All  re-refined  oils  are  made  from  100%  re-refined  base  stock,  except  15W40,  which  includes 
75%  re-refined  content.  Call  OSD  for  names  of  satisfied  agency  users  or  other  information 
regarding  the  performance  of  re-refined  oil. 


Oil  Producl 

ts  Available 

Motor  Oils  (re-refined  only) 

5W30,  10W30,  15W30,  20W,  30W,  40W 

Hydraulic  Oils  (virgin  and  re-refined) 

Tractor  Oil,  AW32,  AW46,  AW68 

Transmission  Fluids  (virgin  and  re-refined) 

ATF,  ATF  type  F,  TF  type  C4 

Specialty  Oils 

Marine  Oil,  Caprinus  U40 

Various  greases  and  brake  fluids 

Vegetable  Based  Lubricants 

Hydraulic  fluid  ISO  32 

Concrete  Form  Oil 

2  cycle,  air  cooled  oil 

Dust  Control 

2  cycle,  water  cooled  oil 

Tractor  Oil 

bar  &  chain  oil 

Grease 
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Motor  Oil,  Re-Refined  (cont'd.) 


Sample  Pricing 

See  the  OSD  Update  for  details  on  pricing  for  all  materials 


Motor  Oil  Tvoe 

Price  1-9  items 

Price  1- 

9  items 

Western  Region 

Eastern  Region 

JVVOU 

rci  case 

4>  i  i .  yu 

rer  case 

<ci  n  pn 
>J>  I  u.ou 

do  gaiion  arum 

<ci  aq  nn 
$  i^y.uu 

oo  gaiion  orum 

5>  1  04.UU 

DUIK  ^ITIIII   I  OU  gdl^ 

Ri  ilL-  /min  1  ^0  nal\ 

duik  ^min  i  ou  gai^ 

<i;9  9n/nal 

z yji y d i 

1  nw^n 

i  uvv ovj 

rer  case 

3>  I  i  yu 

rer  case 

c -i  n  pn 
5>  I  u.ou 

55  gallon  drum 

$149.00 

55  gallon  drum 

$  1  u't.UU 

Bulk  (min  150  gal) 

$2.48/gal 

Bulk  (min  150  gal) 

<C9  1  EW^o! 

$z.  i  o/gai 

15W40 

Per  case 

$12.30 

Per  case 

$11.20 

55  gallon  drum 

$154.00 

55  gallon  drum 

$139.00 

Bulk  (min  150  gal) 

$2.65/gal 

Bulk  (min  150  gal) 

$2.25/gal 

10W40 

Per  case 

$11.90 

Per  case 

$10.80 

55  gallon  drum 

$149.00 

55  gallon  drum 

$134.00 

Bulk  (min  150  gal) 

$2.35/gal 

Bulk  (min  150  gal) 

$2.15/gal 

•    Discounts  of 

ered  for  purchases  of  10  or  more  items 

•    5W30,  10W30,  15W40  also  available  in  5  gallon  pails 

•    Ail  prices  include  delivery 

•    Western  region  includes  the  following  counties:  Worcester,  Hampshire,  Hampden, 

Franklin,  Berkshire 

•    Eastern  region  includes  rest  of  the  Commonwealth,  including  the  islands 

•    Please  see  OSD  Update  for  pricing  for  other  oils  and  lubricants 

State  Contacts 

Operational  Services  Division  Paul  Trainor  (617)  720-31 12 

Marcia  Deegler  (617)  720-3356 
Eric  Friedman  (617)  720-3351 
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Paint,  Recycled 


Contract  Information:  Contract  #FAC07 

Expiration  Date:9/14/99 
One  1-  year  extension  left 
 OSD  Update  #98-10 


Contract  Summary 

Recycled  latex  paint  includes  between  50%  and  100%  post-consumer  content  from  surplus 
paint  collected  in  household  hazardous  waste  or  residential  paint  collection  programs.  Minimum 
orders  for  all  paint  types  is  10  gallons.  Orders  under  25  gallons  come  in  five  stock  colors. 
Vendor  will  color  match  and  custom  blend  for  orders  of  25  gallons  or  more.  Call  OSD  for  names 
of  satisfied  agency  users. 


Awarded  Contractor: 

Paint  Solutions,  Inc. 

Contact: 

Nancy  Neimeyer  at  (800)  510-8887 

or  (314)  776-0071 

Product 

Pricing  (10  gallon  minimum) 

1  Gallon  Price 

5  Gallon  Price 

Interior  latex  flat  wall  and  ceiling 

$6.00 

$27.50 

Interior  latex  eggshell 

$7.50 

$35.00 

Interior  latex  semi-gloss 

$9.00 

$40.00 

Exterior  latex 

$8.00 

$37.00 

Exterior  latex  semi-gloss 

$9.50 

$42.00 

Epoxy  paint/liquid,  acrylic,  flexible 
coating/(longer  lasting/floor  enamel/metal 
applications,  etc) 

$25.00 

$100.00 

Epoxy  Paint/latex 

$25.00 

$117.00 

*p/ease  note  that  these  prices  include  all  shipping  costs 


State  Contacts 

Operational  Services  Division  Marcia  Deegler  (617)  720-3356 

Eric  Friedman  (617)  720-3351 
 Kristal  Doherty  (617)  720-3128 
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Cleaning  Products,  Environmentally  Preferable 


Contract  Information: 


Contract  #GRO04 
Expiration  Date:1 1/01/00 
One  1-year  extension  left 
OSD  Update  #:  99-31 


Contract  Summary 

This  contract  is  the  result  of  an  inter-agency  team  effort  to  reduce  the  environmental  impact  of 
cleaning  products  and  improve  worker  and  building  occupant  health  and  safety  conditions.  The 
team  developed  in-depth  health  and  environmental  criteria  to  evaluate  cleaning  products  available 
for  state  contract.  The  team  evaluated  the  performance  of  accepted  cleaning  products  during  a  2 
month  trial  during  the  summer  of  1998.  For  more  on  the  criteria,  product  pricing,  please  see  the 
OSD  update  on  Comm-PASS  or  call  one  of  the  contacts  below. 

Contracts  have  been  awarded  in  the  following  categories: 


♦  General/All  Purpose  Cleaners  ♦ 

♦  Glass/ Window  Cleaner  ♦ 

♦  Disinfectant  ♦ 

♦  Floor  Cleaner  (not  strippers  or  ♦ 
waxes)  ♦ 


Degreasers 

Stainless  Steel/  Kitchen  Cleaner 
Tub  and  Tile  Cleaners 
Toilet  Bowl  Cleaners 
Carpet  Cleaners 


Manufacturer 

Contract  Supplier 

Contact/  Address 

Phone/ Fax 

Alphen  Products 

New  England 
Maintenance  Depot 
(serving  Worcester 
County  and  West) 

David  Sharp 

125  Frank  B.  Murray  St. 

Springfield,  MA  01103 

413-739-3341 
800-942-2473 
413-737-5851  fax 

Alphen  Products 

Simplex 
(serving  east  of 
Worcester  County) 

Charlie  Rice 

6  Commercial  St. 

Sharon,  MA  02067 

781-784-8484 
800-222-2621 
781-784-8100  fax 

EnviroSolutions, 
Ltd. 

Industrial  Wiper 
(statewide) 

Owen  Clarke 
200  Spruce  Street 
Chelsea,  MA  02150 

617-884-5550 
800-649-1709 
61 7-884-51 15  fax 

M.D.  Stetson 

M.D.  Stetson 
(statewide) 

Andrea  Glass 
92  York  Avenue 
Randolph,  MA  02368 

781-986-6161 
800-255-8651 
781-961-1764  fax 

Rochester 
Midland 

Rochester  Midland 
(statewide) 

Jim  Hayden 
101C  Const.  Blvd 
Franklin,  MA  02038 

508-520-1070 
800-677-7757 
508-520-1393  fax 

United 
Laboratories 

United  Laboratories 
(statewide) 

Joel  Cohen 

Blackstone,  MA  01504 

800-323-2594 
630-443-2087  fax 

State  Contacts 

Operational  Services  Division 

Eric  Friedman  (617)  720-3351 
Tricia  McKim  (617)  720-3132 

Office  of  Technical  Assistance 

Lara  Sutherland  (617)  727-3260  x696 
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Industrial/Commercial  Supplies 


Contract  Information:  Contract  #FAC04 

Expiration  Date:1 0/01/2003 
 OSD  Update  98-52 

Contract  Summary 

This  contract  offers  products  in  twelve  categories  through  industrial  supply  houses  and/or 
stores.  Prices  are  based  on  a  range  of  discounts  off  the  lowest  available  price.  Products  are 
available  through  catalogs,  phone  orders,  or  store  locations.  The  companies  listed  below  are 
the  two  statewide  awarded  contractors. 


Awarded  Contractor  #1 

Albeco  Fasterner  &  Supply  Corp. 

Contact: 

Fred  Belcher  617-965-8840 

Albeco  has  teamed  up  with  A&A  Industrial  Supply  to  provide  a  wide  range  of  products  designed 
to  help  highway  /  public  works  /  transportation  facilities  comply  with  environmental  regulations, 
clean  up  spills  and  manage  hazardous  materials  appropriately  and  safely.  Some  of  the  products 


offered  through  this  arrangement  include: 

♦   drum  funnels* 

♦   spill  containment  pallets* 

♦    haz.  Material  storage  cabinets 

♦   gloves,  goggles,  spill  kits* 

♦    55  gallon  drums* 

♦   fire  extinguishers 

♦  absorbents* 

♦    labels,  stickers,  posterss 

*Many  of  these  products  are  available  with  recycled  content  -  check  with  the  vendor  for  details. 

Awarded  Contractor  #2 

W.  W.  Grainger,  Inc. 

Contact: 

Regina  Tsoupelis,  888-994-4627 

Grainger  offers  a  wide  variety  of  industrial  supplies  and  will  supply  a  catalogue  upon  request. 
Hazardous  material  management  supplies  may  be  obtain  from  Grainger  as  well. 


State  Contacts 

Operational  Services  Division  Gillian  Lockwood  (617)  720-3359 
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Building  Materials  and  Supplies 


Contract  Information:  Contract  #FAC02 

Expiration  Date:5/22/2002 
 OSD  Update  #97-33 

Contract  Summary 

This  statewide  contract  provides  for  the  opportunity  to  buy  building  materials  and  supplies  in  8 
categories.  In  addition  to  the  Environmentally  Preferable  Products  listed  below,  users  may 
access  these  contractors  for  all  building  material  needs  necessary  to  conduct  repairs,  or 
renovation  and  construction  projects. 


Vendors 

Region 

Environ.  Preferred  Products  Offered 

Jackson  Lumber 

245  Market  St  /Lawrence 
Joel  Boutin  (978)  689-1093 
Joyce  Smart  (978)  689-1057 

Statewide 

•  water  based  adhesives,  cements 

•  Simple  Green  cleaning  products 

•  energy  saving  lightbulbs 

•  Trex  recycled  lumber  (50%  recycled  plastic/50% 
wood) 

•  A  C  Q  treated  lumber  (no  creosote  or  arsenic) 

CARR  Hardware 

547  North  St./Pittsfield 

Pat  Ahearne  (413)  443-5611 

Region  A 

•  on-site  oil  recovery  (up  to  3  quarts/month)  at  no 
cost 

•  on-site  NiCad  Battery  Recycling  Program  (no  limit 
&  no  charge) 

Rugg  Lumber  Co. 

Newton  St. /Greenfield 
Rich  Wood  (413)  773-3661 
Hawley  St  /Northampton 
Todd  Czernich  (413)247-8300 

Region  B 

•  rechargeable  alkaline  &  Ni-Cad  batteries  &  power 
stations 

•  Trex  recycled  lumber  (50%  recycled  plastic/50% 
wood) 

Albeco  Fastener  &  Supply  Co. 

4S  RnrHpr  fit  /Wp«;t  Npwtnn 
Chris  Kenny  (617)  965-8840 

Region  D 

•     Rayovac  renewable  rechargeable  batteries  & 

nn\A/pr  Qtatinnc 

Home  Depot 

Contract  Manager:  Gary  D'Avolio 
(978)  640-0400  (call  him  for 
individual  store  locations,  phone 
numbers  and  contacts) 

Store  Locations: 
Avon  Seekonk 
Bellingham  Shrewsbury 
Danvers  Somerville 
Natick  Attleboro 
No  Dartmouth  Springfield 
Quincy  Tewksbury 
Rockland  Waltham 
W  Roxbury  Saugus 

Region  B,  C 

•  cellulose  insulation  with  post-consumer  recycled 
paper 

•  reinforced  gypsum/cellulose  with  recycled  content 

•  cedar  closet  liners  -  naturally  repels  insects 

•  recycled  rubber  doormats  and  rubber  hoses 

•  water  based  sealers 

•  rechargeable  batteries 

•  water  heater  &  blanket 

•  low  flush  toilets  (1 .6  gal/flush)  &  low  flow 
showerheads  (2.5  gpm) 

•  faucet  aerator  -  reduce  water  flow  from  sinks 

•  automatic  light  sensors  -  turn  on  &  off  with  the  sun 

•  occupancy  sensor  -  turn  on  lights  only  when  in  use 

•  programmable  thermostat 

•  solar  landscape  lights 

Contractors  are  permitted  to  provide  services  to  any  region 
Region  A  =  Berkshire  Co.                                             Region  D  -  Middlesex,  Essex,  Suffolk, 
Region  B  =  Franklin,  Hampshire  &  Hampden  Co.                  Norfolk,  Bristol  &  Plymouth  Co. 
Region  C  -  Worcestor  Co.                                             Statewide  -  All  regions 

State  Contacts 

Operational  Services  Division  Kristal  Doherty  (617)  720-3128 
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Section  III  -  Other  Services 


The  services  in  this  section  can  help  you  address  the  management  of  certain  hazardous 
materials,  test  for  contamination  and  compliance  with  environmental  regulations,  make  structural 
repairs,  as  well  as  reduce  your  use  of  toxic  chemicals. 


Services 

Contract  Name/Number 

♦   Integrated  Pest  Management 

Integrated  Pest  Management 
Contract  #ST8J181 

♦    Underground  Storage  Tank  Testing 
and  Licensed  Site  Professional 
Services 

UST  Testing  and  LSP  Services 
Contract  #ST8J212 

♦  Electricians 

♦  Plumbers 

♦  Carpenters 

♦  Roofers 

♦  General  Contractors 

Tradespersons 
Contract  #ST8J601 

♦  Indoor  Air  Quality  Testing 

♦  Asbestos  and  Lead  Testing 

♦  Soil,  Water,  Haz.  Material 
characterization 

♦  Lab  Services 

♦  Title  V  Septic  Inspections 

♦  Fire  Extinguisher  Testing 

Environmental  &  Maintenance  Diagnostic 

Testing  Services 

Contract  #ST8H  141 

♦  Environmental  Auditing 

♦  Audit  Reports  &  Recommendations 

♦  Identification  of  Pollution  Prevention 
Measures 

Environmental  Compliance  Auditing 

Services 

Contract  #ST8H142 

See  pages  19-28  for  contract  details. 
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Integrated  Pest  Management 


Contract  Information: 

Contract  #ST8J181 

Expiration  Date:  06/03/2001 

OSD  Update  #00-20 

Contract  Summary 

In  conjunction  with  an  Executive  Order  recently  signed  by  the  Governor,  which  requires  all  state 
agencies  to  use  an  Integrated  Pest  Management  (IPM)  approach  to  pest  control,  the  Facilities 
Procurement  Management  Team  (PMT),  in  cooperation  with  the  Department  of  Food  and 
Agriculture,  has  established  a  statewide  contract  to  provide  IPM  services.  IPM  helps  to  reduce  use 
of  toxic  pesticides  through  an  integrated  approach  to  pest  control  which  uses  continuous 
monitoring,  small  scale  maintenance  to  plug  holes,  examination  of  cleaning  and  trash  services  and 
any  other  activity  which  may  affect  the  level  of  pest  infestation.  IPM  avoids  the  regular  or 
indiscriminate  spraying  of  pesticides  common  to  traditional  practices. 

This  contract  provides  users  with  a  pre-qualified  list  of  contractors  experienced  in  IPM.  To  obtain 
price  estimates,  users  should  provide  to  prospective  contractors  specific  information  about  the  site 
which  needs  pest  control  services  and  schedule  a  site  visit  by  selected  companies.  Contractors 
will  then  provide  a  proposal  of  the  pest  control  services  to  be  provided  with  a  price  estimate. 
Facilities  may  then  choose  a  contractor  based  on  pricing  and/or  the  preferred  proposal. 

Below  is  the  list  of  awarded  contractors  as  of  12/31/98.  To  obtain  the  most  updated  list,  periodically 
check  www.comm-pass.com  or  call  one  of  the  state  contacts. 


State  Contacts 

Department  of  Food  and  Agriculture 

MarkBuffone,(617)  626-1777 

Operational  Services  Division 

Kristal  Doherty  (617)  720-3128 
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Pest  Control  Services  (IPM)  ST8J181 
Awarded  Contractors  as  of  January,  2000 


Contractor 

Contact  Name/  Phone  Number 

Address 

Category* 

Mass  Pest  Elimination 

Richard  Suchocki  508-755-8400 

7  Kosta  Street 
Worcester,  MA  01607 

All 

Pest-End,  Inc. 

Andrew  Carace  978-794-4321 

15  Pelham  Street 
Methuen,  MA  01844 

All 

Waltham  Chemical  Co 

Warren  Sukernek  781-893-1810 

817  Moody  Street,  Box  538 
Waltham,  MA  02254 

All 

Watch  All,  Inc. 

Jonathan  Boyar  800-649-7228 

1109  Washington  Street 
Weymouth,  MA  02189 

All 

Flynn  Pest  Control,  Inc. 

Alan  S.  Bliss  800-237-2847 

32  Anawan  Street 
Rehoboth,  MA  02769 

All 

Accurate  Termite  &  Pest 
Control 

Glenn  Olesuk  413-599-1538 

8  Wilson  Street 
PO  Box  84 
Wilbraham,  MA  01095-1134 

Campus, 
large  & 
small 

B  &  B  Pest  Control 

John  Bozarjian  781-599-4317 

29  School  Street 
Saugus,  MA  01906 

All 

Ransford  Pest  Control, 
Inc. 

Carl  Anderson  508-756-5197 

518  Chandler  Street 
Worcester,  MA  01609-2927 

All 

Terminix  International 

DeanAlexson  781-932-9244 

185  New  Boston  Road 
Woburn,  MA  01801 

All 

MD  Weaver  Corp. 

Mark  Weaver  508-647-0537 

20  Durant  Road 
Natick,  MA  01760 

Campus, 
large  & 
small 

Minuteman  Pest  Control 
Co.,  Inc. 

Matthew  Zacarian  413-586-1000 

90  Conz  Street 
Northampton,  MA  01060 

All 

Pro  Pest  Control 

John  Hulett  978-452-3960 

Box  494 
Lowell,  MA  01853 

Campus, 
large  & 
small  - 
Districts  3,4 

Braman  Chemical 

Ben  Lazarus  508-755-5410 

1027  Main  Street 
Worcester,  MA  01603 

All  -  Districts 
1,2,3,4 

Colonial  Pest  Control, 
Inc. 

Michael  Pratt  508-792-9000 

32  Lake  Avenue 
Worcester,  MA  01604 

Campus, 
large  & 
small  - 
Districts  3,4 

Hudson  Pest 
Exterminators 

John  Drummey  978-562-2553 

82  High  Street 
Hudson,  MA  01749 

Campus, 
large  & 
small  - 
Districts  3,4 

Orkin  Exterminating  Co., 
Inc. 

Bill  Siegel  781-938-8909 

35H  Industrial  Parkway 
Woburn,  MA  01801 

All 

Ultrafast  Pest  Control 

Robert  Cormier  781-894-8461 

738  Main  Street  #384 
Waltham,  MA  02451 

Campus, 
large  & 
small  - 

District  4 

"Categories  are:  Small  Buildings,  Large  Buildings,  Campus-type  Facilities  and 
Correctional  Facilities.  If  Category  is  specified  as  "All",  the  contractor  has  been 
approved  to  service  all  types  of  facilities. 
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UST  Testing  and  LSP  Services 


Contract  Information:  Contract  #ST8J212 

Expiration  Date:  12/31/2001 
 OSD  Update  #98-12 


Contract  Summary 

The  statewide  contract  for  Underground  Storage  Tank  (UST)  Testing  and  Licensed  Site 
Professional  (LSP)  Services  includes  a  list  of  sixteen  pre-qualified  vendors.  Services  include: 

♦  UST  Tightness  Testing  (Non-volumetric  and  Volumetric  Methods) 

♦  LSP  Services 

♦  Professional  Engineering  (PE)  Services 

♦  Product  Transfer  Costs 

♦  Product  Disposal  Costs  (Liquids  and  Solids) 

♦  Laboratory  Testing  Costs  (Contamination-Liquids  and  Solids) 

♦  Temporary  Fuel  Storage 


The  contract  covers  this  wide  range  of  services  so  that  agencies  will  have  the  means  to  easily 
meet  regulatory  and  Clean  State  deadlines.  It  also  allows  for  timely  response  to  leakingUSTs  as 
well  as  providing  easy,  fast  access  to  LSP  and  engineering  services. 

This  contract  covers  all  aspects  of  UST  testing  and  the  services  necessary  to  deal  with 
problems  that  may  be  encountered  after  testing.  It  should  be  noted  that  it  DOES  NOT  provide  for 
the  actual  removal  of  a  UST.  Removals  are  site  specific  and  therefore  could  not  be  covered 
under  this  contract.  The  LSPs  may,  however  be  used  to  create  the  specifications  needed  for  the 
tank  removal  so  that  agencies  can  save  time  and  money  when  putting  a  tank  removal  project 
out  to  bid. 


State  Contacts 

Operational  Services  Division 

Gillian  Lockwood  (617)  720-3359 

Please  see  next  page  for  a  list  of  awarded  contractors. 
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Awarded  Vendors  For  UST  Testing 
and  LSP  Services 


The  following  list  of  awarded  contractors  may  be  called  to  obtain  price  estimate  for  any 
of  the  approved  services.  Please  see  the  OSD  update  for  price  comparisons  or  call  a 
state  contact. 


CDW  Consultants,  Inc. 
111  Speen  St.,  Suite  119 
Framingham,  Ma.  01701 
508-875-2657  Yee  Cho 

GEI  Consultants,  Inc. 
1021  Main  Street 
Winchester,  Ma  01890 
617-721-4000  lleen  Gladstone 

Stone  &  Webster 

245  Summer  Street 

Boston,  Ma  02210 

61 7-589-51 1 1  Kathleen  Creighton 

Tyree  Organization 
9  Otis  Street 
Westborough,  Ma  01581 
508-871-8300  Jay  Malcolm 

Clean  Harbors 
1501  Washington  Street 
Braintree,  Ma  02185 
617-849-1800  Dana  Simpson 

Earth  Tech,  Inc. 
196  Baker  Avenue 
Concord,  Ma  01742 
508-371-4000  Steve  Szablak 

Coneco  Environmental  Corp. 
4  First  Street 
Bndgewater,  Ma  02324 
800-548-3355  Nicholas  Lanney 

Rizzo  Associates,  Inc. 
235  West  Central  Street 
Natick,  Ma  01760 
508-651-3401  Raymond  Johnson 

Vendor  Code:  0530398620  0004 
Lincoln  Environmental 
333  Washington  Highway 
Smithfield,  Rl  02917 
401-232-3353  Brian  Barney 

Vendor  Code:  04273650  0005 
Camp  Dresser  &  McKee,  Inc. 
Ten  Cambridge  Center 
Cambridge,  Ma  02142 
617-252-8000  Bill  Swanson 

Vendor  Code:042821 531  0001 
Tighe  &  Bond,  Inc. 
Westfield  Executive  Park 
53  Southampton  Road 
Westfield,  Ma  01085 
413-572-3200  Evan  Johnson 

Vendor  Code:  043242405  0005 
V  H  B 

101  Walnut  Street 
PO  Box  9151 
Watertown,  Ma  02272 
617-924-1770  Alan  Hanscom 

Vendor  Code:  043001912  0001 
Green  Environmental 
216  Ricciuti  Drive 
Qumcy,  Ma  02169 
617-479-0550  Cosmo  Gallinaro 

Vendor  Code:  042995037  0005 
Ransom  Environmental 
Browns  Wharf 
Newburyport,  Ma  01915 
508-465-1822  Timothy  Snay 

Vendor  Code  042895985  0003 
Goldman  Environmental 
60  Brooks  Drive 
Braintree,  Ma  02184 
617-356-9140  Samuel  Butcher 

Vendor  Code:  231683429  0001 
Pennoni  Associates,  Inc. 
82  South  Street 
Hopkington,  Ma  01748 
508-435-8080  Phillip  Wheeler 

22 


Tradespersons 


Contract 
Information: 


Contract  #ST8J601 
Expiration  Date:  12/15/00 
(with  2  additional  1-year  extensions) 
 OSD  Update  #:  00-13 


The  Statewide  Contract  for  Tradespeople  currently  involves  approximately  355  contractors  for 
various  types  of  repair  and  maintenance.  This  contract  went  into  effect  December  15,  1997  and 
will  expire  December  15,  2000  with  two  options  to  renew  at  twelve  months  each. 

WHAT  does  this  contract  offer  Departments? 

•  Quick  and  easy  access  to  a  wide  variety  of  Tradespeople,  including:  plumbers; 
electricians;  roofers;  general  contractors;  and  others 

•  Pre-qualified  list  of  355  Contractors  throughout  Massachusetts 

•  Quick  response  for  Emergencies  with  no  bids  required 

WHAT  are  contractor  requirements  under  ST8J601? 

•  Contractor  is  required  to  pay  prevailing  wage  rates  and  submit  weekly  payroll  reports  to 
user  Department  (these  are  available  from  Dept.  of  Labor  and  Workforce  Development) 

•  Prevailing  wage  rates  will  be  updated  every  90  days  and  posted  on  Comm-PASS 

•  Prices  may  be  requested  for  a  complete  job,  by  hourly  rate  plus  materials  or  by  hourly 
rate  -  all  prices  may  be  negotiated 

•  Contract  may  only  be  used  for  jobs  with  a  total  value  of  <$1 0,000  (this  is  not  a 
cumulative  total,  only  a  per  job  limit) 

•  Where  required  by  law,  Contractors  must  possess  a  valid  license/registration 

•  Contractors  must  secure  any  and  all  necessary  permits  required  prior  to  commencing 
work  on  any  job 

NEW  benefits  to  Departments  under  ST8J601 

•  Quick  and  easy  access  to  all  types  of  services  -  no  need  to  design  complex 
specifications  and  Contractor  requirements 

•  Departments  reduce/eliminate  their  own  contract  management  responsibilities  and  save 
time  administratively 

HOW  to  obtain  services 

•  A  list  of  awarded  contractors  can  be  viewed  at  the  Comm-PASS  web  site  (www.comm- 
PASS.com)  under  the  Facilities  Procurement  Category  and/or  the  listed  contract  number 

•  To  obtain  services,  call  one  or  more  vendors  to  request  information  on  timing,  availability 
and  job  estimates 


State  Contacts 

Operational  Services  Division 


Kristal  Doherty  (617)  720-3128 
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Environmental  &  Maintenance  Diagnostic 
Testing  Services 


Contract  Information: 


Contract  #ST8H141 
Expiration  Date:  4/7/2000 
OSD  Update  #:  none 


Contract  Summary 

The  Statewide  Contract  for  various  types  of  environmental  diagnostic  testing  has  been  awarded 
to  24  contractors.  This  contract  currently  covers  the  following  types  of  testing:  Fire  Extinguisher; 
Indoor  Air  Quality;  Soil,  Water,  Hazardous  Material  Characterization;  Asbestos;  Lead;  Title  V 
Septic  System  Inspection  and  Lab  Services. 

What  does  this  contract  offer  Departments? 

•  Quick  and  easy  testing  services 

•  An  easier  way  to  maintain  compliance  with  environmental  guidelines 

•  Several  contractors  to  choose  from  in  each  of  the  various  testing  categories 

What  are  contractor  requirements  under  ST8H141? 

•  Contractor  is  required  to  conduct  tests  for  any  category  they  have  been  approved  for 

•  Strict  insurance  and  licensing  requirements  have  been  met  by  all  awarded  contractors 

•  Contractors  must  maintain  up-to-date  licenses  and  certifications  applicable  to  each 


NEW  Benefits  to  Departments  Under  ST8H141 

•  Ability  to  insure  and  maintain  compliance  with  environmental  regulations 

•  Departments  reduce  individual  and  environmental  exposure  to  toxins  and  reduce  "sick 
building"  environments 

•  Contractors  may  assist  departments  with  developing  RFR/specifications  for  any 
remediation  which  needs  to  be  done  and  contractor  may  make  recommendations 
(contractors  may  not  actually  do  any  removal/remediation) 


category 


State  Contacts 

Operational  Services  Division 


Kristal  Doherty  (617)  720-3128 


see  next  two  pages  for  awarded  contractors 
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Environmental  And  Maintenance  Diagnostic  Testing  Services  (ST8H141) 
Awarded  Contractor  List  as  of  7/21/99 


Contractor 

Contact  Name 

Phone/Fax 

Address 

Services  Offered 

A  C.  &  M.  Fire 
Equipment  Co. 

Peter  Robinson 

Ph:  978-264-4412 

Civ   Q7P  OGC  O^OO 

rax  y to-zoo-yozy 

P.O  Box  481 
Concord,  MA 
01742-0481 

Fire  Extinguisher/ 
Suppression  Services 

AMRO  Environmental 
Lab  Corp. 

Debbi  Heims 

Ph:  617-469-7836 

C17  ACQ  CIOO 

rax.  o  \/-HQ\j-OioZ 

1 1 1  Herrick  Street 
Merrimack,  NH 
03054 

Lab  Services 

ASAP  Lead  Paint 
Inspections,  Inc. 

John  Maclsaac 

Ph:  617-288-8870 
Fax:  617-282-7783 

432  Seaver  Street 
Dorchester,  MA 
02121-3753 

Lead  Testing  Services 

ATC  Associates,  Inc. 

Paul  Manna 

nu,   "7fi4  nil  a  a  a  a 

Ph:  781-932-9400 
Fax:  781-932-6211 

600  West  Cummings 
Park,  Ste.  6500 

IAI/\ki  irn  MA 

wouurn,  ma 
01801 

1  a  A  »  a.?—  —        ,;i    i  ilA 

IAQ  testing,  Soil,  H20, 
Haz.  Mat'l 
Characterization; 
Asbestos  tstg.  & 
analysis:  Lead  tstg 

AIRxpert  Systems,  Inc. 

Stephen  Wallis 

Ph:  781-862-4739 
Fax:  781-860-9022 

25  Woodcliffe  Road 
Lexington,  MA  02173 

IAQ  services 

Covino  Environmental 
Associates 

Jennifer  Archacki 

Ph.  781-933-2555 
Fax:  781-932-9402 

300  Wildwood  Ave. 
Woburn,  MA 
01801 

IAQ  testing,  Soil,  H20, 
Haz.  Mat'l 
Characterization; 
Asbestos  tstg.  & 
analysis;  Lead  tstg. 

Ducharme  &  Wheeler, 
Inc. 

Philip  J.  Wheeler 

Ph:  978-779-6091 

r,„.  070  770  men 
rax.  y/o-//»-U£OU 

1092  Main  St.,  PO  Box 

A  OQ 

Bolton,  MA  01740 

Soil,  H20,  Haz.  Mat! 
Characterization;  Title 
V  Septic  System 

Environmental 
Enterprises  & 
Associates,  Inc. 

Ed  Novak 

Ph:  781-982-0828 

Civ  7Q1  QQO  nQQn 
rax.  /ol-yoY-UooU 

104  Longwater  Dr., 

unit  i 
Norwell,  MA  02061 

IAQ  testing 

russ  &  u  New,  inc. 

David  F.  Hurley 

rn.  4 I o-ob/-yc5ob 
Fax:  413-567-8936 

izuu  oonverse  ot. 
Longmeadow,  MA 
nnn.fi 

U  I  I  UO 

boil,  water  & 
Hazardous  Material 

Olldl  dL-lcNZdllUll 

GeoLabs,  Inc. 

David  Kahler 

Ph:  781-848-7844 
Fax:  781-848-7811 

10  Plain  Street 
Braintree,  MA  02184 

Lab  Services 

Gordon  Air  Quality 
Consultants,  Inc. 

Deborah  D.  Gordon 

Dh-   Q7Q  CC3  Q01"3 

rn.  y io-oqo-vZ  \ O 
Fax:  978-670-1332 

6  Minton  Road 
Billerica,  MA  01821 

IAQ  Testing 

HRP  Associates 

Jeff  Mossholder 

Ph:  617-264-9979 
Fax:  617-264-5529 

227  Cypress  Street, 

Suite  2 
Brookline,  MA  02146 

IAQ  Testing;  Soil,  H20, 
Haz.  Mat'l 
Characterization 

Louis  Berger  & 
Associates 

Joseph  Pratt 

Ph:  401-521-5980 
Fax:  401-331-8956 

295  Promenade  Street 
Providence,  Rl  02908 

IAQ  testing;  Soil,  H20, 
Haz.  Mat'l  Charact.; 
Asbestos  tstg.  & 
analysis;  Title  V  Septic 

oysiem  inspection, 
Water  and  Sewer  Leak 
Detection 

Massachusetts  Water 
Resource  Authority 

ur.  iviicnaei  ueianey 

Dh-  R1  7  4"5n9 
rn.  D  I  /  -Ooy-40U£ 

Fax:  617-539-4360 

rU  BOX  IUU 

Winthrop,  MA  02152 

Lao  oervices 

INdUUIUo  CnVIIUIIiIlclUdl 

Service,  Inc. 

rMJUel  I  U.  LUOU 

rn.  roi  3jl  wju 

x107 

Fax:  781-932-0207 

OUv  VVIIUWUUU  MVCIIUC 

Woburn,  MA 
01801-6815 

OUll.  Wdlcl  dllu 

Hazardous  Material 
Characterization 

OccuHealth,  Inc. 

Sherri  Walker 

Ph:  508-339-9119 
Fax:  508-339-2893 

44  Wood  Avenue 
Mansfield,  MA  02048 

Indoor  Air  Quality 
testing 
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Environmental  And  Maintenance  Diagnostic  Testing  Services  (ST8H141) 
Awarded  Contractor  List  as  of  7/21/99  (continued)  


Contractor 

Contact  Name 

Phone/Fax 

Address 

Services  Offered 

Pennoni  Associates, 

Inc. 

William  R.  Wilcox 

Ph:  508-435-8080 
Fax:  508-435-4351 

82  South  Street 
Hopkinton,  MA  01748 

IAQ  testing;  Soil,  H20, 
Haz.  Mat'l  Charact.; 

Asbestos  tstg.  & 
analysis;  Lead  tstg., 
Title  V  Septic  System 
Inspection 

Ransom 
Environmental 
Consultants,  Inc. 

Stephen  Ransom 

Ph:  978-465-1822 
Fax:  978-465-2986 

Brown's  Wharf 
Newburyport,  MA 
01950 

IAQ  testing;  Soil,  H20, 
Haz.  Mat'l  Charact.; 

Asbestos  tstg.  & 
analysis;  Lead  tstg., 
Title  V  Septic  System 
Inspection 

Simmons 
Environmental 
Services,  Inc. 

Karen  R.  Simmons 

Ph:  978-463-6669 
Fax:  978-436-6679 

213  Elm  Street 
Salisbury,  MA  01952 

Soil,  Water  and 
Hazardous  Material 
Characterization 

Trident  Environmental 
Group,  LLC 

William  W.  Nineve 

Ph:  978-469-9855 
Fax:  978-469-9878 

142  Essex  St. 
PO  Box  1298 

1  1               *   *"      ft  1  A  A4AA4 

Haverhill,  MA  01831 

IAQ  testing;  Asbestos 
tstg.  &  analysis;  Lead 
tstg.,  Title  V  Septic 
System  Inspection 

Weston  &  Sampson 
Engineers,  Inc. 

Paul  Sutton 

Ph:  978-532-1900 

r~  ~. ..    mn  a^^  a  a  a  a 

Fax:  978-977-0100 

5  Centennial  Dr. 
Peabody,  MA 
01960-7985 

Title  V  Septic  System 
Inspection,  Soil,  H20, 
Haz.  Mat'l  Charact. 

Whitewater,  Inc. 

Robert  E.  Maynard,  Jr. 

Ph:  508-832-3295 
Fax:  508-832-7084 

41  Central  Street 
PO  Box  404 

A  .  -1  .           A  1  A      C\  A  C  f\  A 

Auburn,  MA  01501 

Backflow  Prevention 
Testing 

Woods  Hole  Group 

Environmental 
Laboratories,  Inc. 

Nicholas  P.  Corso 

Ph:  508-822-9300 
Fax:  508-822-3288 

375  Paramount  Drive, 
Suite  B 
Raynham,  MA 

Uz/D/-0lD4 

Lab  Services 

Yee  Consulting  Group, 
Inc. 

Jack  Yee 

Ph:  617-423-0050 
Fax:  617-695-3330 

31  Saint  James 
Avenue 
Boston,  MA  02116 

IAQ  testing;  Soil,  H20, 
Haz.  Mat'l  Charact.; 
Asbestos  tstg.  & 
analysis;  Lead  tstg. 
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Environmental  Compliance 
Auditing  Services 


Contract  Information:  Contract  #ST8H142 

Expiration  Date:  3/31/2000 
 OSD  Update  #:  none 


Contract  Summary 

The  Facilities  Procurement  Management  Team  (PMT)  has  awarded  contracts  to  perform 
comprehensive,  multi-media  environmental  audits  of  state  facilities  to  assess  the  facilities' 
compliance  with  local,  state  and  federal  environmental  laws.  Awarded  contractors/auditors  will 
collect,  analyze,  and  interpret  appropriate  information  about  each  assigned  facility  and  its 
operations,  identify  all  instances  of  regulatory  non-compliance,  develop  corrective  action  plans 
for  each  identified  violation,  including  time  and  cost  estimates  for  implementation,  and  identify 
pollution  prevention  measures  to  help  prevent  future  non-compliance. 

Regulatory  issues  to  be  addressed  include,  but  are  not  limited  to,  air  emission  control  and 
permitting,  asbestos  management,  wetlands  protection,  wastewater  treatment  and  disposal, 
drinking  water  supply,  right-to-know,  emergency  and  contingency  planning,  PCB  management, 
hazardous  waste  management,  solid  waste  management,  contaminated  site  cleanup  and 
underground  storage  tank  management. 

The  auditor  will  identify  all  confirmed  or  potential  violations  of  state  and  federal  environmental 
laws  and  regulations.  The  auditor  will  also  identify  confirmed  or  potential  violations  of  any 
permits  or  enforcement  documents  that  have  been  issued  to  the  facility  under  those  laws  and 
regulations.  All  areas  of  a  facility  where  there  are  known  or  suspected  structures,  equipment, 
materials,  waste,  discharges  or  contamination  will  be  investigated. 


State  Contacts 

Exec.  Office  of  Environmental  Affairs 

Charlie  Tuttle  (617)  626-1043 

Operational  Services  Division 

Gillian  Lockwood  (617)  720-3359 

see  next  page  for  list  of  awarded  contractors 
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Awarded  Contractors  -  Environmental  Auditing 


Contractor 

Contact  Name 

Phone/Fax 

Address 

ADD  Pn\/lrnnmonfijl 
ADD  DnVirOlllIIci  lldl 

Services,  Inc. 

J  d  1  1  ICo  UUI  Midi  1 

Ph-  7R1-24^-fifi0fi 

nil.     /  O  I   ttJ  UUUU 

Fax:  781-246-5060 

1  07  Anrlnhnn  Rnarl 
IU(  nUUUUUII  rxUdU 

Wakefield,  MA  01880 

Louis  Berger  & 

nooUtldlco 

Joseph  Pratt 

Ph:  401-521-5980 
Fax-  401-331-89S6 

295  Promenade  Street 

PrnwiHpnrp   Rl  09Q0R 
r i  uviuci  loc,  r\i  u^suo 

Camp  Dresser  & 

IVIUrxcC  1 1  lO. 

Guillermo  J.  Vicens, 
P  F 

Ph:  617-252-8000 
Fay  617-691-9^6^ 

10  Cambridge  Center 

PamhriHnp  MA  09149 

wdl  I  IUI  IUUC,  IVI/A    \J£.  \H£. 

CDW  Consultants,  Inc. 

Yee  Cho,  P.E.,  LSP 

Ph:  508-875-2657,  Ext. 
18 

Fax:  508-875-6617 

1 1 1  Speen  Street,  Suite 

1 1Q 

I   I  C7 

Framingham,  MA  01701 

Ucnn  M    Pnrtoll  ft 
Jdbull  1 VI .  OUI  Icll  Oi 

Associates,  Inc. 

^tpwart  Dabpll 

Ph-  781-890-3737 
Fax:  781-890-3430 

Waltham,  MA  02154-1177 

UdiTlcb  Ot  IVIUUIc 

Kpn  RipharrlQ 

Ph-  fim-Rcn-Ofiifi 

III.    UUJ              UU  IU 

Fax:  603-893-6240 

H  InHi  ictnol  \A/d\/ 
■J  IllUUoLlldl  Way 

Salem,  NH  03079 

Hi  irhormo  &  \A/Hoolor 

Philin  1  Whpplpr 

1    IIIIIU  \J .  VVIICCICI 

Ph-  Q7R-77Q-R0Q1 

III.     £7/  O   /  /  3  Uu3  I 

Fax:  978-779-0260 

1  0Q9  Main  "^t     DO  Rnv  40ft 
I  UcJ^.  IVIdlll  Ol.,  r  V-/  DUX  H£.0 

Bolton,  MA  01740 

lamp?  1  P  n  n  n  n  1 1  \/ 
jdi  i  ico  o    oui  ii  luiiy 

Ph"  Q7ft-fift9-1  QRO 

III.     &  1  O  vJCJ^l    1  i?OU 

Fax:  978-975-2065 

O  rxlvciolUc  UIIVc 

Andover,  MA  01810 

Fannett  Fleming,  Inc. 

Donald  B.  Nicholas, 

P  F 

Ph:  781-380-7750 

Fax-  781-^80-77^4 

I  dA.     /  O  1  "OUw  I  /  U^r 

150  Wood  Road 

Rraintroo   MA  001S4 
Dldlllllcc,  IVI/A   \J£.  I  o*t 

GeoTek  CTT 

David  McCarley 

Ph:  508-872-8495 

Fax-  ^0R-R79-ftQ11 

1  dA.    JuO  O I              1  1 

40  Speen  St.  Suite  204 

Framinnham    MA  01701 
rl  dlilli  lyi  Idlll,  IVI/A  UI/UI 

Goldman 

C       rr\  r*i  m  onto  1 
Ci  1  Vli  Ul  II  i  ICI  lldl 

Consultants,  Inc. 

Paul  T.  Bartlett,  P.E. 

Ph:  781-356-9140 

Fax-  7R1-?^fi-Q147 
rdA.    /  o  i  jju  3  it/ 

60  Brooks  Drive 

Rraintroo   ^^A    091 R4 
Dldlllllcc,  IVIM  lOI 

nr\r  MSoUUldlco,  lllu. 

V  V d  1  LCI  J  .  Odl  ludl  c. 

Ph-  RRn.7Q?-RRQQ 

ill.    OOU  /3J  DOSS 

Fax:  860-793-6871 

id/  incw  Diiidin  Mvenus 
Plainville,  CT  06062 

IVIdUDcll  O  nsoUOIdlco, 

Inc. 

Arthur  N  Mahhpft 

AAILIIUI    IN.  IVIdUUCU 

Ph-  781-97^-ft.l  97 

ill.     /  O  I   c.  1  J  J  1  c.  1 

Fax:  781-275-3127 

R  Alfrorl  Pirr»lo 

Bedford,  MA  01730-2346 

rcllllUlll  nboUUIdlco, 

Inc. 

William  R  Wilrny 

Ph-  ^Oft^^S-RORO 

ill.    JuO  tOJ  OUOU 

Fax:  508-435-4351 

A9        ith  <^troot 

O L.  OUUlll  Ollccl 

Hopkinton,  MA  01748 

D177A  Accnnatoc  Inr 

RavmnnH  C*. 

Johnson 

Ph-  ^08-6^1-3401 
ni.   juo  uj  i  o*+u  i 

Fax:  508-651-1189 

9^^  Woct  Pontral  Qtroot 
AJJ  v  veil  Oclllldl  Ollccl 

Natick,  MA  01760 

SAGE  Environmental, 

i  n  r* 
II IO. 

Richard  J.  Mandile 

Ph:  508-279-0333 
Fax-  508-697-6117 

1   dA.     JUU           \     \J  \   \  I 

80  First  Street 

RriHnowatpr  MA  09^94 

Dl  lUyCWdlCI  ,  IVI/A  U^O^H 

Stone  &  Webster 
Engineering  Corp. 

Kevin  Bryson,  P.E. 

Ph:  617-589-2937 
Fax:  617-589-2922 

245  Summer  Street 
Boston,  MA  02210-2288 

i  igne  »  Dona,  inc. 

Jell  DIUt?dU 

Ph-  41^  *=;R9  iroo 

rll.    t  I  O-jDZ-  IuUU 

Fax:  413-562-5317 

VVcSlTlclU  tlXcCUllVc  rdlK 

53  Southampton  Road 

\A/p«;tfiplH  MA  01 OR^ 

VvCoLIICIU,  IVIAA    U  IUOJ 

Versar,  Inc. 

Ken  Snow,  P.E., 
LSP 

Ph:  781-687-7260 
Fax'  781-557-0756 

101  Cambridge  St.,  Suite 

140 

Burlington,  MA  08105 

Weston  &  Sampson 
Engineers,  Inc. 

Paul  Sutton,  LSP 

Ph:  978-532-1900 
Fax:  978-977-0100 

5  Centennial  Dr. 
Peabody,  MA  01960-7985 

Woodard  &  Curran 

Adam  Steinman 

Ph:  781-251-0200 
Fax:  781-251-0847 

980  Washington  St.,  Suite 
325,  Dedham,  MA  02026 
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